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Whenever we try to connect printers to our computer nowadays ,we get lot of error 
messgaes or different error codes.Among these error codes the most common error on 
Hp printer is " HP Printer Offline " 


Now we need to understand why these 
error "HP Printer Offline" comes.There are 
various reasons why these errors occours on 
to the computer.Some of the main reasons 
are as below- 

• At times there can be somehting 
wrong in physical set up. 

• The USB cable can be a faulty . 

• The Network issues on the internet. 

Physical Set up-The physcial set up is most common error when we get a message "Hp 
Printer Offline".And its very easy to check and fix and get past this step . 

Make sure w check the modem or the router is properly connected to the printer .And 
also if we are connecting it for the first time,please make sure we follow the instruction 
and set up all things properly and if you are not sure then feel free to call our expert on + 
1 833 490 0999 . 

USB cable-The most important part or you can say asset of the printer is its USB cable 
.Make sure the USB cable is connected properly and the socket is not loose of your 
laptop and the printer.So to avoid the " Hp Printer Offline " error please make sure we 
dont have a faulty cable.To ensure we can also change the ports and ensure that USB 
cable is not faulty. 


Network issues-The Network issues 
are most common that results in 
getting " Printer Offline " message.So 
we need to check the internet 
connection .Make sure the internet 
connection is properly and printer is 
connected to the same network to 
which the internet is connected. 
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